The Centred, Coimaitte© of the Rumanian Workers Party has decided to give the 
name Vladimir Ilich Lenin to the hydroelectric plant at Bicaz in Moldavia, 
which is presently under construction© 


uucument is hereby rearaded tn 

CONRDENTtALfn accordant he 

Dirarw J® October 1978 from the 
Director of Cenfral Intelligence to the 
Archivist of the United States. 
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